HARDING STUDIO, COOKEVILLE, TENN 


Science Hall and Administration Building of 2 
Tennessee Polytechnic Institute, a state col- £ 
lege, located at Cookeville, Tenn. 
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Entrance to Tenn. Tech. Campus, Cookeville, Tenn. 
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